MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 

Section:  5  Township:  9  North  Range:  1  West  Corner  ID:  Blm  E-03 

Monument  Description  &  Remarks:  MAG  nail  with  washer,  "SHEPPARD  LS#  20100021", 
5ft  west  of  center  line  of  Maple  Grove  Road.  Survey  Sign  4ft  above  ground  at  pt.  B 
References  On  File:  Michael  E.  Sheppard  survey,  Howard  Halderman  (2007),  on  file  in 
Recorder  Office  cabinet  S,  envelope  389 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor,  hereby  certify  that  tl^aftwgui^ent  was  prepared  under  my 
direction  in  accordance  with  the  provisions  of  section  36-2- 1 2-  an^lhtf^fhttv^at 

is  givep  under  my  hand  and  seal  Jfys  J6th  day  of  January,  200^  /'"  \  \  . 
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Administered  by  the  Monroe  County  Surveyor  Review  Board  . 
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